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Swiaaiag Pool Facility 
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REF 3 


1 5392 dated 1% dbly 19^1 


1. rwjuest for a winning pool for | 

by the reference has been reviewed by this office. 


I forwarded 


25X1 A6a 


2. ©saiga, oQulpnent and operation of this facility should 
be in substantial accordance with practices reeaonended by the 
Anertean Public Health Association for Bvlasaiag Pools sad Public 
Bathing places. If ccastraeted of reinforced concrete, special 
attention should be given to the design ©f the Bin to assure 
water tight integrity. It is suggested that tbs station consider 
w guimltisg n as m alternative cheaper wrthod of craaatruetion. 

The tareseat uncertain status of IHHnUIBBPHHBI 
would give rice to sews question as to whether ©r sot this pro- 
ject should be undertaken. If the PS Division decides to proceed 
with the construction. Project Review ©anssittee action will be 
required Sass»ueh as the cost estiaate is in excess of $25,000. 
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